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Appendix  i. 

Section  A.  The  amount  of  sickness  and  invalidity 
has  not  been  abnormal . 

Section  B.  Items  as  stated  in  my  Annual  Report  of 
1 938  remain  the  same . 

In  May  a  Physio-Therapy  Clinic  was  opened 
in  Stony  Stratford,  staffed  from  Northampton 
Hospital,  and  this  is  proving  a  great  boon 
to  those  living  in  the  Urban  Area  and  in  the 
surrounding  villages. 

Section  C.  Sanitary  circumstances  are  unchanged. 

Section  D.  Housing  conditions  are  reaonsably 

satisfactory.  The  construction  of  90 
pre-f abr icated  bungalows  was  commenced 
during  the  latter  part  of  the  year. 

/ 

Section  E .  Supervision  is  kept  over  milk  and  foods. 

Section  P.  Chicken  pox,  measles  and  whooping  cough 

were  the  most  prevalent  diseases,  mostly  in 
the  first  half  of  the  year,  all  the  cases 
being  mild. 

Diphtheria  Immunisation.-  All  children 
on  attaining  the  age  of  one  year  are  now 
immunised  at  the  Infant  Welfare  Centre  under 
the  County  Council. 

Over  90$  of  children  of  school  age  have 
been  immunised. 

Water  Supplies.  A  24  hour  supply  of  water  was 

maintained  throughout  the  district  for  the 
year  under  review. 

The  water  is  still  being  chlorinated 
at  the  Stony  Stratford  Water  Works,  and  was 
maintained  at  a  very  high  standard,  and  an 
analysis  shewed  that  the  water  was  free  from 
pollution. 

All  the  houses  in  Wolverton  and  Stony 
Stratford  are  on  public  mains  direct  to  the 
houses.  There  are  still  a  few  houses  at 
New  Bradwell  which  rely  on  well  water.  At 


Lower  Weald,  Calverton,  some  of  the  houses 
are  supplied  by  means  of  stand  pipes.  The 
few  houses  at  Upper  Weald,  Calverton,  and 
some  cottages  at  the  village  of  Old  Wolverton 
have  no  piped  water  supply. 

Appendix  ii . 

Statistics  and  records,  when  received, 
will  be  kept  in  accordance  with  instructions. 
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22nd  July,  1946. 


